te 
Ag 


ALL payments to Gensral Precision Laboratory, Incorporated pur- 
25X1A0q  maant to Contract No. MN) including interim and final payments 

| 9 ger work performed for vhich invoices have been submitted, will be 

| seeomplished as follows: 


lL. The Contracting Officer will certify the original of each 
auvoice as being in conformance with the terms of the contract to 
which it pertains. 


@. he original of each invoice will be certified by the Project 
Director, as Approving Officer, and by the Project Comptrolier as 
Certifying Officer. 


3. Government checks will be draw in the amount of authorized 
payments, payable to General Precision Leboretory, Incorporated and 
waking reference on the face of the check to the contract by contract | 
wymber, and to the invoice number(s) for which the check is in payment. eee 
oO Cc 
X &, Ghecks will be transmitted to the Contractor by the Project 
er as follows: The outer envelope mailing such checks will 


>s. Wik. Begosit the check to the account of General 
Precision Laboratory, Incorporated, using the same procedures as are 25X1ASa2 
© used for payments received on other Government contracts held by 
8 General Precision Laboratory, Incorporated. 
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